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_ *  PENALTIES _ 

Car  4  -  3  place  grid  penalty  -  Overtaking  under  yellow  flags  -  Stewards'  document  no.  1 1 
Car  16  -  3  place  grid  penalty  -  Impeding  another  driver  -  Stewards'  document  no.  33 
Car  99-5  place  grid  penalty  -  Replacement  gearbox  -  Stewards'  document  no.  38 

Car  8  -  Required  to  start  from  the  Pit  Lane  -  Car  modified  whilst  under  Parc  Ferine  conditions  -  Stewards'  document  no. 
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